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Printed-circuit Test-jacks 

Speed up and simplify check-out 
and service-testing of printed circuits. 
Gold-over-silver-plated beryllium-cop¬ 
per contacts per MIL-F-14072, M-310. 
11 standard colors. Bulletin 7070 




Patch-cords 

Standard, miniature, pin-probe, 
stack-up, and double-plug. Wide choice 
of lengths and colors. Meet MIL and 
commercial requirements. Bulletin 7030 



Push-button Snap-switches 

Positive, double-break, momen¬ 
tary-contact switches per MIL-S-6743. 
Also available in miniature, commer¬ 
cial, SR series. Both series furnished 
in several housing styles and contact 
arrangements. 



Bulletin 6821 


Bulletin 6810 



Panel-mounted Test-jacks 

A broad line of MIL-spec and com¬ 
mercial types. One piece beryllium-cop¬ 
per contacts with silver or gold-over¬ 
silver plating. Bulletin 7070 



■■■■ 




Banana-plugs and Jacks 

A broad line available. One-piece 
heat-treated beryllium-copper springs on 
brass pins, nickel or silver plated, in 3 
standard sizes. Bulletin 7020 



TELERITE MIL Std. Communications Plugs & Jacks 

Phone plugs in standard, 
miniature, and multi-circuit 
styles. Phone-jack assemblies 
with or without integral push- 
to-talk snap-switch. 

Bulletin 7010 
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